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PART NO. 8 - END 


1 " DIA. VENT 
SCREENED 


1/2" DIA. ENTRY 


PART NO. 

LOCATION 

SIZE 

1 

BOTTOM SUPPORT 

1-1/2" x 10" x 3/4" 

2 

TOP RAIL 

1-1/2" x 19-3/4" x 3/4" 

3 

TOP RAIL 

1-1/2" x 12-3/4" x 3/4" 

4 

TOP 

11-1/2" x 19-3/4" x 5/8" 

5 

BOTTOM 

10" x 18-1/2" x 5/8" 

6 

DIVIDER 

10-3/8" x 18-7/8" x 1/8" 

7 

INTER-TOP 

4-7/8" x 18-1/2" x 5/8" 

9 

SIDE 

1 1" x 19-3/4" x 5/8" 
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NOTE: 

1 . PART NO. 6 AND NO. 7 TO BE REMOVABLE, 
DO NOT GLUE OR NAIL. 

2. PARTS NO. 1 , 2 AND 3 MADE FROM 1x2 
PINE OR CYPRESS. 

3. PART NO. 6 MADE FROM 1/8" EXT. A-A 
PLYWOOD. 

4. ALL OTHER PARTS OF 5/8" EXT. A-A 
PLYWOOD. 

5. TREAT ALL PARTS WITH PENTA SOLUTION. 
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